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NARA RG104, Entry 1, Box 180 


O. Swans PO Ohio 
March 25, 1893 

U.S. Mint Philadelphia 

Some time about first of last December I sent you a lump of metal wishing to know what 
it was if you ever tested it will you please write me and let me know what it was and oblige. 

Yours 

James Abbott 
O Swans Po 
Adams Co 
Ohio 

Find Enclosed Stamps for Reply 
[Handwritten note at bottom:] 

If there was a letter accompanying the sample, a reply was sent. Packages are frequently 
reed. An no means of identifying same. 



